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3,125 W 

FACILITIES. GENERAL. 

““The lion e5(hib^t had chict^en left overs more lhan a day old. 

"'"'"'In Order Id miniiiiize vermin mle^letion, odor^s:, and disease hezards. prrwisiori shell be rnede lor Ihe reitidval 
and disposal of animal arwJ lood wasie. 

‘ ' ' 'To be cgrreeled by 7-29-201 4 . 


“^’An exit ifilerview was conduded with the laicilily repyasenlaLiya. 


LUIS NAVARRO, D V M 


By; 

LU IS A N A VAFI RO, D V M USDA, APH IS. Animal Care 

Title; VETERINARY MEDICAL OFFICER Inspector 0025 
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